BUFFALO REGION 


PACK OUTLET PCI) LOADS 


A) One 2 Trav FPD 
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Source: https://www.industrydocuments.ucsf.edu/docs/nrhnOOOO 


51855 4180 











































B) Two 1 Trav FPD’s (Two footprints with one hay each) 


Camel Company Advt. 
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Q One 2 trav FPD 
One 1 trav FPD 
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Source: https://www.industrydocuments.ucsf.edu/docs/nrhnOOOO 




































































Camel Company Advt. 
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Source: https://www.industrydocuments.ucsf.edu/docs/nrhnOOOO 


^1855 418 





















































































OR : 

Optional secondary positioned FPD Load (PA calls only with 
overdeveloped menthol business) 
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